ILLINOIS CAMERA SHOP, GALESBURG, ILL, 


Post Gymnasium Exterior, one of more re¬ 
cently completed Mayo General Hospital 
structures. Gym is completely appointed with 
most modern of athletic equipment and ap¬ 
purtenances. — 

Interior of Post Gymnasium. White-walled 
rooms at far end are wrestling rooms and 
handball courts. 
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